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Read and save these instructions. 



Dear Sharper Image Customer, 

Thank you for your purchase of a Sharper Image product. We 
appreciate your business very much. 

This item was created by Sharper Image Design, our company's own 
product development group. Please accept my personal assurance of 
your complete satisfaction with this product's quality and performance. 
We offer generous return privileges and excellent warranties on all 
our products. 

For more than 2j years, The Sharper Image has shared the fun 
of discovering innovative products that make life better and more 
enjoyable. We've been in business a long time because we are an 
exciting place to shop and — just as importantly — we strive to 
deliver great customer service that exceeds your expectations. 

Enjoy your purchase! 

Respecffully, 




Richard Thalheimer 

Founder, Chairman and Chief Executive Officer 



Call 1-800-344-4444 for 2 4~7 ordering and customer service, 
or go to www.sharperimage.com, our complete online store. 
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WARNING: 



To reduce the risk of fire or electric shock, do not expose this appliance to rain 
or moisture. 



CAUTION: 



Use of controls or adjustments or performance of procedures other than those 
specified may result in hazardous radiation exposure. 

ABA 

Caution - To reduce the risk of electric shock, do not remove cover (or back). No 
user serviceable parts inside. Refer for servicing to qualified service personnel. 

A The lightning flash with arrowhead symbol, within an equilateral 
triangle, is intended to alert the user to the presence of uninsulated 
"dangerous voltage" within the product's enclosure that may be of 
sufficient magnitude to constitute a risk of electric shock to persons. 

A The exclamation point within an equilateral triangle is intended to alert 
the user to the presence of important operating and maintenance (serv- 
icing) instructions in the literature accompanying the appliance. 



Important Safety Instructions 



1 . Read Instructions - All the safety and operating instructions 
should be read before the product is operated. 

2. Retain Instructions - Retain the safety and operating instructions for future 
reference. 

3. Heed Warnings - Heed all warnings on the product and in the operating 
instructions. 

4. Follow Instructions - Follow operating and use instructions. 

5. Cleaning - Unplug this product from the wall outlet before cleaning. Do not 
use liquid or aerosol cleaners. Use a damp cloth for cleaning. 

6. Attachments - Do not use attachments not recommended by the product 
manufacturer as they may cause hazards. 

7. Water and Moisture - Do not use this product near water — for example, near 
a bath tub, wash bowl, kitchen sink or laundry tub, in a wet basement or near 
a swimming pool. 
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Important Safety Instructions 




8. Accessories - Do not place this product on an unstable cart, stand, tripod, 
bracket or table. The product may fall, causing serious injury to a child or 
adult, and serious damage to the product. Use only with a cart, stand, tripod, 
bracket or table recommended by the manufacturer or sold with the product. 
Any mounting of the product should follow the manufacturer's instructions and 
should use a mounting accessory recommended by the manufacturer. 

9. A product and cart combination should be 
moved with care. Quick stops, excessive force 
and uneven surfaces may cause the appliance 
and cart combination to overturn. 

10. Ventilation - Slots and openings in the cabinet 
are provided for ventilation, to ensure reliable 
operation of the product and to protect it from 
overheating. These openings must not be 
blocked or covered. The openings should 
never be blocked by placing the product on 
a bed, sofa, rug or other similar surface. This 
product should not be placed in a built-in 
installation such as a bookcase or rack unless 
proper ventilation is provided or the manufac- 
turer's instructions have been adhered to. 

1 1 . Power Sources - This product should be operated only from the type of power 
source indicated on the marking label. If you are not sure of the type of power 
supply to your home, consult your product dealer or local power company. For 
products intended to operate from battery power or other sources, refer to the 
operating instructions. 

12. Grounding or Polarization - This product may be equipped with a polarized 
alternating-current line plug (a plug having one blade wider than the other). 
This plug will fit into the power outlet only one way. This is a safety feature. If 
you are unable to insert the plug fully into the outlet, try reversing the plug. If 
the plug still fails to fit, contact your electrician to replace your obsolete outlet. 
Do not defeat the safety purpose of the polarized plug. 

Alternate Warnings - This product may be equipped with a three-wire ground- 
ing-type plug, a plug having a third (grounding) pin. This plug will only fit into 
a grounding-type power outlet. This is a safety feature. If the plug should fail to 
fit, contact your electrician to replace your obsolete outlet. Do not defeat the 
safety purpose of the grounding-type plug. 
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Important Safety Instructions 



13. Power Cord Protection - Power supply cords should be routed so they are not 
likely to be walked on or pinched by items placed upon or against them, pay- 
ing particular attention to cords at plugs, convenience receptacles and points 
where they exit from the product. 

14. Protective Attachment Plug - The product is equipped with an attachment plug 
having overload protection. This is a safety feature. See Instruction Manual for 
replacement or resetting of the protective device. If replacement of the plug is 
required, be sure the service technician has used a replacement plug specified 
by the manufacturer that has the same overload protection as the original plug. 

15. Outdoor Antenna Grounding - If an outside antenna is connected to the 
receiver, be sure the antenna system is grounded so as to provide some pro- 
tection against voltage surges and built-up static charges. Article 810 of the 
National Electrical Code, ANSI/NFPA 70, provides information with regard to 
proper grounding of the mast and supporting structure, grounding of the lead- 
in wire to an antenna-discharge unit, connection to grounding electrodes and 
requirements for the grounding electrode. 

16. Lighting - For added protection for this product during a lightning storm, or 
when it is left unattended and unused for long periods of time, unplug it from 
the wall outlet and disconnect the antenna or cable system. This will prevent 
damage to the product due to lightning and power-line surges. 

1 7. Power Lines - An outside antenna system should not be located in the vicinity 
of overhead power lines or other electric light or power circuits, or where it 
can fall into such power lines or circuits. When installing an outside antenna 
system, extreme care should be taken to keep from touching such power lines 
or circuits as contact with them might be fatal. 




POWER SERVICE GROUNDING 
ELECTRODE SYSTEM 
(NEC ART 250 PART H) 



GROUND CLAMPS 



GROUNDING CONDUCTORS 
(NEC SECTION 810-21) 



ANTENNA 
LEAD IN 
WIRE 



ANTENNA 
DISCHARGE UNIT 
(NEC SECTION 810-20) 



NEC - NATIONAL ELECTRICAL CODE 
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Important Safety Instructions 



1 8. Overloading - Do not overload wall outlets, extension cords or integral con- 
venience receptacles as this can result in a risk of fire or electric shock. 

19. Object and Liquid Entry - Never push objects of any kind into this product 
through openings as they may touch dangerous voltage points or short-out 
parts that could result in a fire or electric shock. Never spill liquid of any kind 
on the product. 

20. Servicing - Do not attempt to service this product yourself as opening or 
removing covers may expose you to dangerous voltage or other hazards. 
Refer all servicing to qualified service personnel. 

21. Damage Requiring Service - Unplug this product from the wall outlet and refer 
servicing to qualified service personnel under the following conditions: 

a) When the power-supply cord or plug is damaged. 

b) If liquid has been spilled or objects have fallen into the product. 

c) If the product has been exposed to rain or water. 

d) If the product does not operate normally by following the operating 
instructions. Adjust only those controls that are covered by the operating 
instructions as an improper adjustment of other controls may result in 
damage and will often require extensive work by a qualified technician 
to restore the product to its normal operation. 

e) If the product has been dropped or damaged in any way. 

f) When the product exhibits a distinct change in performance. This indicates 
a need for service. 

22. Replacement Parts - When replacement parts are required, be sure the service tech- 
nician has used replacement parts specified by the manufacturer or have the same 
characteristics as the original part. Unauthorized substitutions may result in fire, elec- 
tric shock or other hazards. 

23. Safety Check - Upon completion of any service or repairs to this product, ask 
the service technician to perform safety checks to determine that the product 
is in proper operating condition. 

24. Wall or Ceiling Mounting - The product should be mounted to a wall or ceiling 
only as recommended by the manufacturer. 

25. Heat - The product should be situated away from heat sources such as radiators, 
heat registers, stoves or other products (including amplifiers) that produce heat. 
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Important Warnings — Please Read First 



Place on a solid, flat surface. Do not block the air vents on the player. 
Do not place objects on top of the player. 
Turn off the power when not using the player. 
Special note regarding use of player in vehicles: 

•We strongly advise against using the player while driving. Most countries and 
states have laws that prohibit or severely restrict the use of the player in vehicles 
while driving. 

• Do not leave the player or the battery pack in places where the temperature is 
extremely low or extremely high, such as inside a car or trunk. Doing so may 
warp the outer case or otherwise damage the unit and may reduce the perform- 
ance or quality of the battery pack. 

• Do not move the player during playback. 

• During playback, the disc spins at high speed, so do not lift or move the player. 
Doing so may damage the disc. 

When moving or carrying the player: 

• Remove the disc, close the lid and turn the power off. 
•Once "OFF" appears, unplug the unit. 

• Relocating the player with a disc loaded may result in damage. 
Location: 

Do not place the player on top of a TV or color monitor. Install the player away 
from cassette decks or other devices that are easily affected by magnetic forces. 

•Check with hospital regulations before operating in a hospital environment. 

•Obey airline restrictions regarding the use of electronic devices. 

Outdoor Use Warning: 

To reduce the risk of fire or electric shock, do not expose this product to rain 
or moisture. 

Laser Beam Warning: 

CAUTION - Laser radiation when open and interlock defeated. DO NOT STARE 
INTO BEAM. 

Laser Emissions Warning: 

This product is fitted with a laser-emitting device. Make sure the device is shut 
down prior to opening player lid. Please follow the following precautions when 
operating. Failure to do so may result in fire, personal injury or equipment damage. 
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Important Warnings — Please Read First 



1 . Do not operate controls, make adjustments or perform procedures other than 
as specified in the DVD drive installation guide. 

2. Only an authorized service technician should perform repairs. 

3. All DVD-equipped systems comply with appropriate safety standards, includ- 
ing I EC 825. The installed laser device complies with Class 1 government laser 
performance standards. This laser device does not emit hazardous light and is 
fully enclosed during user operation and maintenance. 

Using an External Power Source: 

This product is sold with a power cord appropriate for accessing an external 
power source. Use only an appropriate external power source as indicated on the 
electrical ratings label. If you are unsure of the type of power source in your area, 
consult an authorized service provider or the local power company. Refer to 
enclosed operating instructions regarding the use of batteries with this product. 

Use an Approved Power Cord: 

If a power cord was not included with your purchase or you have lost the power 
cord, you should purchase a power cord approved for use in your country and 
properly rated for the product voltage and current requirements (refer to product 
electrical rating label). The power cord voltage and current rating should be 
greater than said ratings for the product. Furthermore, power cord wire must be a 
minimum 0.75mm2/1 8AWC with a recommended length between 5 and 6.5 feet 
(1 .5 to 2 meters). Contact your authorized service provider regarding further ques- 
tions about power cord selection and use. 
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Battery Warnings 



Battery pack (lithium ion battery pack): 

The DVD player includes a lithium battery pack. If handled improperly this 
battery pack poses a risk of fire or chemical burns. 

• Use ONLY this unit to recharge the battery pack OR the optional stand-alone 
charger. 

• Do not use the battery pack with equipment other than the specified player. 

• Do not use the player outside if it is snowing or raining. (The battery pack is 
not waterproof.) 

• Do not get dirt, sand, liquids or other foreign matter on the terminals. 

• Do not disassemble, crush or puncture the battery pack. 

• Do not touch the plug terminals (+ and -) with metal objects. 

• Do not dispose of the battery pack in fire or water. 

• Do not heat the batteries above 140°F (60°C). 

• Do not attempt to open or service the battery pack. 

• Replace only with a battery pack designed specifically for this product. Use of 
other batteries may present a risk of fire or explosion. 

•Dispose of the battery in a environmentally safe manner and recycle whenever 
possible. 

Button-type battery (lithium battery) and AA alkaline batteries: 

• Insert with poles properly aligned. 

• Keep out of reach of children. 

• Do not recharge the button-type battery. 
•Replace only with CR2023 type battery. 

• Do not touch the terminals (+ and -) with metal objects. 

• Do not disassemble, remodel, heat or throw into fire. 

• Do not heat the batteries above 21 2°F (1 00°C). 

Check and follow your local regulations for disposal of batteries. 
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License and Patents Acknowledgement 



Dolby 

Manufactured under license from Dolby Laboratories. "Dolby," "Pro-Logic" 
and the double-D symbol are trademarks of Dolby Laboratories. Confidential 
Unpublished Works © 1992-1997 Dolby Laboratories. All rights reserved. 

DTS 

"DTS" and "DTS Digital Out" are trademarks of Digital Theater Systems, Inc. 
Macrovision 

According to copyright laws, copyrighted publications may not be reproduced, 
transmitted, displayed or rented in any form or by any means without prior per- 
mission. DVD discs have been equipped with a protective design against copying, 
so that copied images will show distortions. 

The copyright protection technology applied in this product is protected by 
American patent right and by intellectual property right protection of Macrovision 
and other owners. 

Any use of this copyright protection technology must be approved by Macrovision, 
otherwise the player may only broadcast at private homes or for a limited audience. 

Decoding or breaking of the code is strictly prohibited. 

This product incorporates copyright protection technology that is protected by 
method claims of certain U.S. patents and other intellectual property rights owned 
by Macrovision Corporation and other rights owners. Use of this copyright protec- 
tion technology must be authorized by Macrovision Corporation, and is intended 
for home and other limited viewing uses only unless otherwise authorized by 
Macrovision Corporation. Reverse engineering or disassembly is prohibited. 

It's forbidden by law to copy, broadcast, show, broadcast on cable, play in public, 
and rent copyrighted material without permission. DVD video discs are copy pro- 
tected, and any recordings made from these discs will be distorted. 
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Important Information 



This DVD player is designed and manufactured to the Region Management 
Information recorded on a DVD disc. If the region number described on the DVD 
disc does not correspond to the region number of this DVD player, this DVD play- 
er will not play the disc, and the OSD message "WRONG REGION" will appear 
on the screen. 

NTSC/PAL Viewing Area Standards 

Most of Asia (excluding China) and the Americas use the NTSC broadcasting stan- 
dard. Europe, Japan and China/Hong Kong use the PAL broadcasting standard. 
The PAL standard is not compatible with this product. 

IMPORTANT INFORMATION REGARDING USE OF VIDEO GAMES, COMPUTERS, 
DSS OR OTHER FIXED IMAGE DISPLAYS. 

The extended use of fixed image program material can cause a permanent "shad- 
ow image" on the screen. This background image is viewable on normal programs 
in the form of a stationary fixed image. This type of irreversible TFT LCD panel 
deterioration can be limited by observing the following: 

• Reduce the brightness/contrast setting to a minimum viewing level. 

• Do not display the fixed image for extended periods of time. 
•Turn the power off when not in use. 

Note: The marking or retained image on the TFT LCD panel resulting from fixed 
image use is not an operating defect and as such is not covered by Warranty. This 
product is not designed to display fixed image patterns for extended periods of 
time. 

Power Saving 

When the unit is operating with a battery pack, it will go to standby mode 
(alarm/clock/calendar) after a period of inactivity. This is a built-in power-saving 
feature. Press the power key to turn the unit on again. 



12 



Package Contents 



• DVD Player with TFT- LCD, TV, Radio Tuner and 1 
Sound Soother® 

•AC/DC Power Adapter 1 

• Power Cord 1 
•Stereo Audio Cables (RedAA/hite) 2 
•Video Cables (Yellow) 2 

• DVD S-Video Cable (Black w/Red Dot) 1 
•Subwoofer Cable (Blue) 1 

• Broadcast TV Antenna 1 

• Coaxial Adapter 1 
•Earphones 1 
•Wireless Remote Control 1 
•Lithium Battery Pack (Installed - See battery instructions) 1 
•Backup Battery (Installed - See battery instructions) 1 
•AA size batteries for Remote Control 2 

• User's Manual 1 



An auxiliary kit, including a spare battery, 
charger and other accessories is available from 
The Sharper Image (Item #SI955). A single 
spare battery is also available (Item #SI954). 

This DVD player can utilize a Digital Optical 
Fiber Signal Cable for improved audio signal 
output. Purchase the cable at your local elec- 
tronics store. 
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Quick Start 



This Quick Start page is an overview of the basic operation of this product. Refer 
to the detailed sections in this manual for more complete operating procedures. 



First Use — Power Information 



Key Lock 

The KEY LOCK prevents accidental operation. Switch to the OFF position to 
activate the buttons. 
Backup Battery 

Lithium battery is factory-installed in the battery pack compartment. Remove the 
insulation tab to enable the backup button cell. 
Rechargeable Battery 

When using a new lithium ion battery pack, charge the battery pack for a mini- 
mum of 5 hours. 

1 . Insert the battery pack in the bottom of the unit. 

2. Connect the AC power cord to the adapter/charger. 

3. Connect the AC power cord to a wall outlet. 

4. Connect either one of the two DC plugs to DC in jack on the unit. (AC input 
indicator turns green.) 

Optional: Connect the other DC plug to either the CHARGER jack on the unit or to the 
auxiliary charger (sold separately). (Charging indicator is red while charging, green when 
battery is fully charged.) 

Note: The battery will not charge in the unit while the TV or radio is playing. 

Bottom View 

DC Power Jack 
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First Use — Power Information 



AC Adapter - Switching 
Power Supply 

Model No. TSA2-1 20400TU 
Part No. C82-010 
Sharper Image Catalog No. 
SI954 

Input: 100-120VAC 60Hz 60W 
Output: 12VDC X2 2A 



Rechargeable Battery 

Battery Charge Time: 5 Hours 
Charging Current: 2ABattery 
Type: Lithium lonBattery 
Capacity: 5400mAh 

©-(5-G 



Entertainment Functions 
Press OPEN to unlock the cover. 
Push POWER to turn on the unit. 

DVD operation is selected when the unit is first turned on. 

Use the function buttons to select other options. 

You can choose other main functions by pressing: 

SOOTHER 

TV/AUX 

BAND SELECT (AM/FM Radio) 
PLAY DVD, CD, MP3 or JPEG 



Open 
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Basic Operation 

Clock, Alarm and Other Display Settings 



To adjust the clock format, alarm and time settings as well as other basic 
display options: 

1 . Turn the power OFF. 

2. Press MODE to cycle through the on-screen display settings. 

3. Use the TUNE/SELECT buttons to toggle through setting choices. 
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On-Board Controls 



SCREEN CONTROLS - Brightness and color adjustment for the color screen. 
OPEN - Press to pop disc cover open. 

DVD MENU SELECT - Navigate through on-screen DVD menu options. 
MEM/DEMO - Add a radio preset, or demonstrate alarm in standby mode. 
TALKING - Announce the current time. 

MENU - Activate menu (while playing), TV/DVD setup (when stopped). 
TITLE - Title button for DVD. Co to the title menu of DVD disc volume. 
SOOTHER - Select Sound Soother® function. 
TV/AUX - Select TV tuner or AUX input function. 
PRESET/SOOTHER SELECT - Directly access audio option by number. 
TUNE/SELECT - Scan through current program or options. 
VOLUME UP/DOWN - Select volume level. 

BAND SELECT - Switch to radio and/or select between FM or AM band. 
PLAY - Select or switch to DVD. Resume play after pause or stop. 
PAUSE - Suspend playback. 

MODE - With power off, use to change clock, alarm and other settings. 
PGM/RPT - Programming and repeat options for disc playback. 
STOP - Press once to save current position, twice to reset entirely. 
SLEEP - Turn power on and add 15 minutes to the auto-off countdown. 
POWER - Turn on the unit from clock/standby mode or vice versa. 
ALARM - Activates or deactivates alarm. Resets alarm when it sounds. 
SNOOZE/LIGHT - Activates screen light. Also delays alarm when sounding. 



Remote Control 



The remote control requires 2 AA batteries. Slide the battery cover from the back 
of the unit to access the battery compartment. Important: Batteries must be 
correctly installed as indicated by the diagrams inside the battery compartment. 

Main Controls 

POWER - Turn the unit from STANDBY to ON. 

AM/FM - Switch to radio and/or select between FM or AM band. 

AUX - Switch from output to input mode for the audio/video jacks. 

STOP/PLAY/PAUSE - Control the functions of DVD/MP3/CD/JPEC playback. 

CHANNEL/TRACK 

•Selects the next track for discs. 

•Selects previous or next preset station in radio mode. 

•Selects previous or next sound in Sound Soother mode. 

•Selects next available channel in TV mode. 

•Changes settings in clock/alarm setting mode. 

DISPLAY - Control video display aspect ratio. 

EQ - Select JAZZ, ROCK, CLASSIC or FLAT equalizer. 

VOLUME UP/DOWN - Select volume level. 




Slide front cover open to 
access additional controls. 
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Advanced Controls — Remote 



Behind the Sliding Cover 

NUMBER KEYS - Direct select audio choice (DVD track, radio presets, TV 
channels, etc.). 

-\~ Select first digits for double and triple digit number. 

< < > > Search 

• Press to step up or down radio frequency. 

• Press and hold to scan up or down (auto-tune) radio frequency. 

• Scan through current DVD/CD/MP3 track. 

<^> & ENTER - Navigate DVD menu, folders of MP3, JPEG CD-ROM. 
Also for TV setup menu. 

PREVIEW - Preview nine JPEG pictures on screen at one time. 

MENU - Activate DVD menu (while playing); DVD setup (when stopped). 

TITLE - Bring up DVD title menu. 

SLIDESHOW - Select from 12 JPEG slideshow modes. 

AUDIO - Select from available languages for DVD. 

SUBTITLE - Select from available subtitles for DVD. 

ZOOM - Zoom picture of DVD movies or JPEG photo. 

SLOW - Slow playback DVD. 

ANGLE - Select from available angles for DVD. 

DISPLAY - Display the disc information or operation status. 




juage, viewing 
formats and other options 
may only be available if the 
DVD you are playing 
includes them. 
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TFT Control — Video Screen 



This product features a 7-inch TFT LCD screen at 16:9 aspect ratio, antiglare, high 
quality image with no radiation. The RGB true-color display brings every image to life. 

Viewing Angle 

Adjust the angle of the screen to optimize the picture quality. 
Picture Control 

Use the BRIGHTNESS AND COLOR controls on the main housing to adjust the 
display image on the screen. This does not affect video output if connected to an 
outside monitor or television. 

Aspect Ratio 

Use the remote control DISPLAY MODE to change the aspect ratio of the screen. 
The available aspect ratio option is determined by what the unit is playing. DVD 
options are determined by the maker or distributor of the DVD: 

WIDE: 16:9 

NORMAL: 4:3 Screen with black bands on the right and the left. 

NORMAL: 16:9 Stretched image from 4:3 source. 

IMPORTANT: Do not allow 4:3 mode to be displayed for an extended period. 
This can cause a permanent after-image on the LCD Screen. 



Picture Control 
(Screen Only) 
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DVD Player 



The producer of the material can control how these discs are played. This means 
that you may not be able to control some operations described in these instruc- 
tions. Read the disc's instructions carefully. 

Begin Play 

1 . Press POWER or SLEEP (1 to 5 times) to turn on the unit. 

2. Press OPEN to raise the disc cover. 

3. Insert a DVD, data side down. (Some DVDs have two sides.) 

4. Push the disc cover down until it "clicks" shut. (DVD menu loads.) 

5. Use the cursor buttons on the unit or remote control to navigate the DVD 
menu. Press ENTER to confirm selections. 

During Play 

Pausing and stopping playback: 

• Press STOP once to hold place, or press twice to reset place. 

• Press PAUSE to pause the disc. 
Press PLAY to continue playback. 

Press TUNE/SELECT to skip between scenes. 

Press << or >> on remote control to search the disc, rewind or forward at 2x, 
4x, 6x and 8x speed. 

Press MENU on remote control to return to DVD menu. 

Press SLOW on remote control for slow motion. 

Press ANGLE on remote control for selecting movie angles. 

Press ZOOM on remote control for 1 .5x, 2x, 4x and zoom off. 

Press SUBTITLE on remote control for subtitle options. 

Press AUDIO on remote control for audio soundtrack options. 




Audio CD Operation 



Begin Play 

1 . Press POWER or SLEEP (1 to 5 times) to turn on the unit. 

2. Press OPEN to raise the disc cover and insert a CD. 

3. Push the disc cover down until it "clicks" shut. The unit automatically plays 



During Play 

Press STOP to stop playing. 

Press PAUSE to pause the disc. 

Press PLAY to continue playing. 

Press TUNE/SELECT to skip between tracks. 

Press << or >> on remote control to search the disc, rewind or forward at2x speed. 
Programmed Playback (CD must be stopped) 

1 . Press PGM/RPT to activate program mode. Display shows "PROGRAM 
P00:00". 

2. Press number keys on remote to enter the desired track numbers. 

3. Press PLAY to start the programmed play. 

The program is cancelled when the disc lid is opened. 
Repeat Play (CD must be playing) 

1 . Press PGM/RPT to activate repeat mode. "REP-ONE" will be displayed. 
The current track repeats. 

2. Press PGM/RPT a second time. "REP-ALL" will be displayed. 
The unit repeats the entire CD. 

3. Press PGM/RPT a third time to cancel the repeat mode, ("r^^*^ 



the CD. 



Frequently used commands for 
basic playback are on the main 
unit and on the remote control. 




22 



MP3 CD-Rom Player 



Quick Play 

After the disc is inserted, press the number 1 key a few times until the unit starts to play. 
Disc plays from the first track to the last. 

MP3 Navigation (with MP3 CD inserted) 

Use the four UP/DOWN/LEFT/RICHT cursor buttons to navigate the menu or use 
the remote control number keys to directly access a track or folder. 

If a selected folder is highlighted, the right column shows any subfolders. 

When a selected track is highlighted, press ENTER to play the track. 

While a track is playing, use TUNE/SELECT buttons to skip between tracks. 
(Tracks can also be accessed by number, using the remote control.) 

When stopped, the TUNE/SELECT buttons display tracks in groups of 5. 

MP3 Programmed Play 

1 . Select a folder with the desired MP3 tracks. 

2. Press the PGM/RPT to start programming. 

3. Select the desired track; press ENTER. 

4. Move to the next track, press ENTER. Repeat until programming is complete. 

5. Press STOP to finish. (PROG-END displays on screen.) 

6. Press PLAY to play the programmed tracks. 

Program play ends upon exit from the folder or by changing the play mode using 
the PGM/RPT button. 



Cursor Buttons. 
Used to move between options on 
the video screen. Similar buttons 
are located under the sliding cover 
on the remote control. 




23 



JPG Photo Album 



Use this player to display a collection of digital photos that have been saved in 
JPG/JPEG format ontoa CD. These discs can originate from many sources including 
a computer or a photo developing service. 

Viewing JPEG Slideshow 

1. Insert a CD-ROM with JPEG files. 

2. Use the UP/DOWN/LEFT/RIGHT cursor buttons to select a folder. Camera 
icons indicate JPEG files. 

3. Use the cursor buttons or the number keys to select a picture to view. 

4. Press ENTER to confirm selection. The automatic slideshow begins. 
During display, use TUNE/SELECT buttons to skip between photos. 

Note: If JPEG file is large, the file is displayed through several passes. 

If the PLAY MODE is set to DISC, DISC-SCAN, use TUNE/SELECT buttons to scan 
through folders without the need to return to the menu. 

JPEG Preview 

1 . With the cursor in the right column of the navigation menu or while a JPEG 
picture is being displayed, press PREVIEW on the remote control to preview 
nine thumbnail pictures at once. 

2. Advance to the next nine pictures, using CHANNEL/TRACK on the remote 
control or TUNE/SELECT buttons on the unit. Use the number keys to select 
a picture. 

Note: Preview requires time to fill screen. 



Tune/Select. 
Use to skip between photos. 
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JPG Photo Album — Viewing Options 



Rotate 

Use the cursor buttons to rotate or flip the picture during display. 
Zoom 

• Use the ZOOM button on the remote control to activate the zoom feature. 

Note: When this feature is activated, the slideshow is disabled. 

•When ZOOM is on, use the << >> buttons on the remote control to change 
the scale. 

• Use the UP/DOWN/LEFT/RIGHT cursor buttons to pan up, down or side to side. 

• Press ZOOM to cancel zoom function. (Once the zoom function is off, the 
slideshow will begin again.) 

Slideshow Transition Mode 

Press the return arrow (above AUDIO on the remote control) to scan/select transi- 
tion modes: 



Mode 


0 


- No special transition effect (default) 


Mode 


1 


- Wipe from top to bottom 


Mode 


2 


- Wipe from bottom to top 


Mode 


3 


- Wipe from top and bottom toward the center 


Mode 


4 


- Wipe from center toward the top and bottom 


Mode 


5 


- Vertical blind 


Mode 


6 


- Wipe from left to right 


Mode 


7 


- Wipe from right to left 


Mode 


8 


- Wipe from left and right toward the center 


Mode 


9 


- Wipe from center toward the left and right 


Mode 


10 


- Wipe from the four edges toward the center 


Mode 11 


- Horizontal blind 


Mode 1 2 


- Randomly selects the above transition mode as slideshow advances 
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General Information on Discs 



Play Mode for CD-ROM Disc 

• Use cursor buttons to open mode options. 

• Press CHANNEL/TRACK on remote control to scan through the options. 
•There are nine play modes for MP3/JPEG files: 

SINGLE - Play the selected file once and stop. 
REP-ONE - Play the same file repeatedly. 

FOLDER (default) - Play all files in the current directory once in sequence. 

FOLDER REP - Repeat all files in the current directory in sequence. 

DISC SCAN - Play the first 1 0 seconds of all files in the disc once 
in sequence. MP3 only. 

DISC - Play all files in the disc once in sequence. 
DISC REP - Play all files in the disc in sequence. 

RANDOM - Randomly and repeatedly play files in the current directory. 

SHUFFLE ON - Randomly play each file in the current directory once and only 
once, then stop. 

Searching 

•The same disc can have both MP3 files and JPEG files. 
•Picture number or MP3 number displayed is per folder. 

•Search speed is not as fast as a PC as player is optimized for audio/video purposes. 
•Allow time for the unit to search data files. 

•The disc will not stop spinning immediately after STOP or PAUSE is pressed. 
(Stops after two minutes.) 



DVD System 



Setup Menu 

•When the unit is in DOOR OPEN , NO DISC or STOP status, use the MENU key 
on either the front panel or remote control to access the DVD player setup menu. 

•When a disc is playing, pressing the MENU key will access the disc menu 
instead of the DVD player setup menu. 

•On either the control panel or the remote control, use the cursor buttons to 
select the desired item, then press ENTER to confirm your choice. 
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TV Tuner 



Connect a cable or the broadcast antenna to the jack at the back of the unit. 
Radio antenna will not work for TV. 

TV Setup Menu 

1 . Press MENU to access TV setup. 

2. Use the UP/DOWN/LEFT/RIGHT cursor buttons to navigate the menu. 

3. Press MENU at any time to exit. 
Setting Up Channels 

1 . Select CH. SETTING from the menu. 

2. Select SELECT PAGE from the menu. 

3. Use the cursor buttons to navigate to the desired page and press ENTER. 
(The selection has an asterisk on the left.) 

4. Move the cursor to RETURN and press ENTER to return to CH. SETTING 
menu. 

Auto Programming 

1 . At the CH.SETTINC menu, use the cursor buttons to select AUTO PROG, 
then press ENTER. 

2. Choose the desired broadcast type and press ENTER to confirm. Move to 
START and press ENTER to auto scan. 

Manual Programming 

1 . At the CH.SETTINC menu, press the down cursor button twice to move to 
MANUAL PROG. Press ENTER. 

2. The first row is for changing the CHANNEL number manually. Use 
LEFT/RIGHT cursor buttons to change. 

3. If the signal is intermittent, use the DOWN cursor button to move to the sec- 
ond row. The second row is for fine tuning the frequency of the channel 
selected in row 1 . Use the LEFT/RIGHT cursor buttons to fine tune. 

4. For unwanted channels, move to the third row. The third row is for skipping or 
keeping the channel shown on row 1 . Select YES to skip the channel. 

5. To keep the changes made in rows 1, 2, or 3, move to STORE and press 
ENTER to confirm. 

6. After storing the channels, move to RETURN and press ENTER to exit the 
menu. 
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Sound Soother 



The Sound Soother is activated by pressing POWER or by pressing SLEEP 1 to 5 
times and then pressing SOOTHER. Use the TUNE/SELECT buttons to scan and 
switch between the 20 available soothing sounds. 



Adjust Clock/Alarm and Other Settings 



The same basic procedure is followed to set any of the Entertainment Center features: 

•12/24-Hour Time Display 

•Alarm Time 

•Alarm Sounds 

•Clock 

•Calendar 

•°F/°C Display 

1 . Turn the POWER off. 

2. Press MODE repeatedly to select the setting you want to change. The name of 
the selected setting is displayed and the actual setting flashes. 

3. Press << TUNE/SELECT >> to change and adjust the selected setting. 

If no additional buttons are pressed, the current changes are saved and the display 
returns to normal. 
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Alarm Options 



The alarm can be set to utilize any of the features of the Entertainment Center. 
Wake to BUZZER, RADIO, DVD, TV, BELL or SOUND SOOTHER. 

Changing the Alarm Sound 

1 . Press MODE 4 times until AL SOUND is displayed. 

The current alarm sound is displayed in the ALARM frame inset on the 
LCD screen. 

2. Press TUNE/SELECT to choose between the sound options. 

If no additional buttons are pressed, the current changes are saved and the 
display returns to normal. 

Activating the Alarm 

• Press the ALARM ON/OFF button. 

•The alarm icon displays in the ALARM frame inset on the screen. 
Stopping the Alarm 

• Press ALARM ON/OFF once to stop alarm and reset for the next day. 

• Press ALARM ON/OFF twice to stop and cancel the alarm. 
Delay the Alarm 

•Press SNOOZE/LIGHT 1 to 3 times to delay alarm 15 to 30 minutes. 




Power 
Alarm On/Off 
Snooze 
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Statement of FCC/DHHS Compliance 



WARNING: Changes or modifications to this unit not expressly approved by the 
party responsible for compliance could void the user's authority to operate the 
equipment. 

NOTE: This product complies with DHHS Rule 21 subchapter J at date of manu- 
facture. 

This equipment has been tested and found to comply with the limits for a Class B 
digital device, pursuant to Part 15 of the FCC Rules. These limits are designed to 
provide reasonable protection against harmful interference in a residential installa- 
tion. This equipment generates, uses, and can radiate radio frequency energy and, 
if not installed and used in accordance with the instructions, may cause harmful 
interference to radio communications. However, there is no guarantee that inter- 
ference will not occur in a particular installation. 

If this equipment does cause harmful interference to radio or television reception, 
which can be determined by turning the equipment off and on, the user is 
encouraged to try to correct the interference by one or more of the following 
measures: 

• Reorient or relocate the receiving antenna. 

•Increase the separation between the equipment and receiver. 

•Connect the equipment into an outlet on a circuit different from that to which 
the receiver is connected. 

•Consult the dealer or an experienced radio/TV technician for assistance. 
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FCC Label Compliance Statement 



This device complies with Part 15 of the FCC Rules. Operation is subject to the 
following two conditions: 

(1) This device may not cause harmful interference, and 

(2) this device must accept any interference received, including interference that 
may cause undesired operation. 



CAUTION 



LASER SAFETY 

This unit employs a laser. Only qualified service 
personnel should attempt repair. 



CLASS 1 LASER PRODUCT 



Use of controls or adjustments or 
performance of procedures other than 
those specified herein may result in 
hazardous radiation exposure. 




DANGER: INVISIBLE LASER 
RADIATION WHEN OPEN AND 
INTERLOCK FAILED OR 
DEFEATED. AVOID DIRECT 
EXPOSURE TO BEAM. 
CAUTION: HAZARDOUS LASER 
RADIATION WHEN OPEN AND 
INTERLOCK DEFEATED. 



CLASS 1 LASER PRODUCT 
LUOKAN 1 LASERLAITE 
KLASS 1 LASERAPPARAT 
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One-Year Warranty 



This warranty covers any defects in materials or workmanship, with the exceptions stated below. 
How Long Coverage Lasts 

This warranty runs for one year from the date of original purchase. 
What Is Not Covered 

This warranty does not cover damage caused by misuse or use other than as intended and described 
in the product instruction manual, or loss or damage to batteries or removable parts. 

What The Sharper Image Will Do 

The Sharper Image will repair any defects in materials or workmanship. In the event repair is not 
possible, The Sharper Image will either replace this product with one of similar features and price, 
or refund the full purchase price of the product, whichever you prefer. 

How to Obtain Service 

Return the product and receipt, along with a brief explanation of the problem, to: 

T.S.I. - Returns Department 
2901 -A West 60th Street 
Little Rock, AR 72209 

If you have questions, please feel free to contact our customer service representatives at 
1-800-344-5555 or by email at care@sharperimage.com. 

This warranty gives you specific legal rights, and you may have other legal rights that vary from state 
to state. 

Copyright 2003 

Sharper Image Corporation 

650 Davis St., San Francisco, CA 941 1 1 

(415) 445-6000 

Shop online: www.sharpcrimage.com 

Printed in China. 



Due to continuing improvements, actual product may differ slightly from the product described 
herein. 

V2 10/03 



